ST.  THERESA  OF  THE  CHILD  JESUS 
Roman  Catholic  Church 
U.  S.  Route  No.  1 
South  Attleboro,  Massachusetts 
Sunday  Masses  7-8-9-10-11:00  A.M. 
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